STYLE REF: RF120 Rock Fall" 


STYLE NAME: TESLADRI INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345;2011 S3 WR SRC + EN 61340-4-3:2018 ESD + ASTM F2413-18 M/I/C/PR SD35 
SIZE UK 6-13 INC 6.5 * 10.5 | COLOUR BLACK 


THE RF120 TESLADRI IS A BREATHTAKINGLY LIGHTWEIGHT AND HIGHLY APPEALING GROUNDBREAKING 
MIDCUT SAFETY BOOT THAT HAS BEEN DESIGNED TO BE SUSTAINABLE TO ITS CORE. IT FEATURES RECYCLED 
PLASTIC BOTTLE UPPER, WEBBING AND LACE MATERIALS THAT ARE DURABILITY RATED, INCLUDING AN 
ACTIV-TEX® WATERPROOF MEMBRANE THAT IS BREATHABLE, TESTED FOR 8 HOURS AND ALSO CONTAINS 
60?6 RECYCLED CONTENT. 
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Upper Material 

Water repellent and breathable nylon with 3D printed styling 

Protective Components 

Protective fibreglass toecap and composite anti-penetration flexi-midsole 

Lining Materials 

6096 recycled plastic bottle Activ-Tex? waterproof and breathable membrane - tested for 8 hours 
Scuff Cap and Outsole 

Shock absorbing dual density EPR rubber Traction Lite™ outsole 

Footbed 

Activ-Step? recycled breathable footbed 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/05/2021 


Find this product at https://www.rockfall.com/products/tesladri 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


Issued to: Rock Fall UK Ltd 
Major House 


Unit 1/3 Wimsey Way 
SATRA Alfreton 

Derbyshire 
MES ems 


Approved Body: 0321 SATRA customer number: P1769 


UKCA Type-Examination Certificate 


Certificate number: AB0321/16487-02/E00-00 


This UKCA Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation: 
Following the UKCA Type-Examination this product group has been shown to satisfy the applicable essential health and 
safety requirements of the PPE Regulation (2016/425) as brought into UK law and amended as a Category II product. 


Product reference: Description: 


Rock Fall RF008 ESD Safety trainer comprising black mesh uppers and linings. Rubber toe scuff guard along 
FaraDRI with 5 eyelets to comprise the laced fastening system. PEP- Composite toe cap, PEP- 
Composite perforation resistant insert and a cemented outsole referenced 2201#MD+RB. 


Ankle safety boot comprising black mesh uppers and linings. Rubber toe scuff guard along 
Rock Fall RF120 ESD with 7 eyelets to comprise the laced fastening system. PEP- Composite toe cap, PEP- 
TeslaDRI Composite perforation resistant insert and a cemented outsole referenced 2201#MD+RB. 


Classification: 


Footwear found to meet) EN ISO 20345:2011 S3 WR SRC 
BS EN 613404-32018 | Size Range: 3-16 UK 


Standards/Technical specifications applied: 
EN ISO 20345: 2011 


Technical reports/Approval documents: 
Intertek: GZHT90573543, GZHT90758248, GZHT90588514, GZHT90964173, GZHT90917150, GZHT90544038, GZHT90593754, 


GZHT90854374, GZHT90623658, , GZHT90833061, GZHT90835408, GZHT90631007, GZHT90619917, GZHT90771873, 
GZHT90835408, GZHT91066654 
SATRA: CHT0288579,CHT0289394 
LCTECH: LCZC16110542-E 
à Date first issued: 29/04/2021 
CTC: D181123122 1 Date of issue: 10/12/2021 


Signed on behalf of SATRA: FE Pete Doughty Expiry date: ^ 29/04/2026 
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SATRA Technology Centre Limited. Wyndham Way, Telford Way, Kettering. Northamptonshire. NN16 8SD. United Kingdom. 


A^ Rock Fall? 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 


UKCA DECLARATION OF CONFORMITY Alfreton, Derbyshire, DESS Ais 
United Kingdom 


Tel: 01773 608616 
Email: sales@rockfall.com 
rockfall.com 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM Declares that the 
PPE described hereafter; 


ROCK FALL RF0120 TeslaDRI 

Is in conformity with the provisions of PPE Regulation EU 2016/425, as brought into UK Law and 
amended, for Category Il and, where such is the case, with the national standard transposing 
the union harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA Technology Centre Limited, Wyndham Way, Telford Way, 
Kettering, Northamptonshire, NN16 8SD United Kingdom. Approved Body 0321. who performed the UKCA 
type examination (Module B) and issued the UKCA type -examination certificate: ABO321/16487-02/ 
E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 

2016/425, as brought into UK Law and amended, under the supervision of the notified body: SATRA 
Technology Centre Limited, Wyndham Way, Telford Way, Kettering, Northamptonshire, NN16 8SD United 
Kingdom. Approved Body 0321 


Nh Le A201 


Signature: Position: Director Date: 10/12/2021 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


Issued to: Rock Fall UK Ltd 
Major House 


q S AT RA Unit 1/3 Wimsey Way 
j I50 17065 Alfreton 
IV NAB Derbyshire 
| n TECHNOLOGY DE55 4LS 
UK 
9E 


TALEO IN Score REG HOOT 


Notified Body: 2777 SATRA customer number: P1769 


EU Type-Examination Certificate 


Certificate number: 2777/15444-02/E00-00 


This EU Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation: 
Following the EU Type-Examination this product group has been shown to satisfy the applicable essential health and 
safety requirements of Annex II of the PPE Regulation (EU) 2016/425 as a Category II product. 


Product reference: Description: 


Rock Fall RF008 FaraDRI Safety trainer comprising black mesh uppers and linings. Rubber toe scuff guard along 
with 5 eyelets to comprise the laced fastening system. PEP-Composite toe cap, PEP- 
Composite perforation resistant insert and a cemented outsole referenced 2201#MD+RB, 


Rock Fall RF120 TeslaDRI Ankle safety boot comprising black mesh uppers and linings. Rubber toe scuff guard along 
with 7 eyelets to comprise the laced fastening system. PEP-Composite toe cap, PEP- 
Composite perforation resistant insert and a cemented outsole referenced 2201#MD+RB, 


Classification: 


Footwear found to meet EN ISO 20345:2011 S3 WR SRC 
BS EN 61340-4-3:2018 Size Range: 3 — 16 UK 


Standards/Technical specifications applied: 
EN ISO 20345: 2011 


Technical reports/Approval documents: 
Intertek: GZHT90573543, GZHT90758248, GZHT90588514, GZHT90964173, GZHT90917150, GZHT90544038, GZHT90593754, 
GZHT90854374, GZHT90623658, , GZHT90833061, GZHT90835408, GZHT90631007, GZHT90619917, GZHT91066654 
SATRA: CHT0288579, CHT0289394 
LCTECH: LCZC16110542-E 


Date first issued: 14/12/2020 
Date of issue: 17/12/2021 


Signed on behalf of SATRA;  ClaA4 pos Jacque Glasspool Expiry date: 14/12/2025 
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SATRA Technology Europe Limited, Bracetown Business Park. Clonee. D15YN2P, Republic of Ireland, 


A^ Rock Fall? 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL RF120 Tesladri 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II and, 
where such is the case, with the national standard transposing the union 
harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA Technology Europe Ltd, Bracetown Business 
Park, Clonee, D15YN2P. Republic of Ireland. Notified Body 2777. who performed the Eu 
type examination (Module B) and issued the EU type -examination certificate: 
2777/15444-02/E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 
2016/425 under the supervision of the notified body: 


SATRA Technology Europe Ltd, Bracetown Business Park, Clonee, D15YN2P. Republic of 
Ireland. Notified Body 2777. 


Nh Le A201 


Signature: Position: Director Date: 16/12/2020 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


intertek 


Total Quality. Assured. 


Certificate of Conformance 


Issued To: ROCK FALL UK 


Buyers Name: -- 


Our Reference No.: GZHT9122600002 


Certificate Issue Date: Nov 29, 2023 


Ref. No.: Rock Fall RF008 FARADRI, Rock Fall RF120 TESLADRI 


Brand: -- 
Manufacturer: — -- 


We hereby declare that the product category (group) above has been tested by Intertek and meets the 


requirements of ASTM Specification ASTM F2413-18 as tested in accordance with ASTM Test 


Methods F2412-18a and list the safety hazard(s) tested below. 


Impact Resistant Footwear (I) 
Compression Resistant Footwear (C) 
Static Dissipative Footwear (SD 35) 
Puncture Resistant Footwear (PR) 


Puncture Resistant Footwear (Corrosion Resistance) 
Puncture Resistant Footwear (Flex Resistance) 


The test results are given in our report 


No.: GZHT91226000 Dated: Nov 29, 2023 


Note: 


This declaration applies to the particular sample tested and to the specific tests carried out as dated 


and detailed in the report(s) referenced above. 


Authorized By: 
For Intertek Testing Services Shenzhen Ltd. 
Guangzhou Branch 


EA SL 


Guiliang Dong 
Senior Lab Manager 


RIRE RR RAO 


Room 401/501/601/801/901/1003, 


POM TH BARK RARER 8 4 aC 
Tel: +86 €; 


Guangzhou Branch 
VIELES 
angpu District, Guangzhou 510730 


pj. 1003 5 
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egan 


The Vegan Society 
CERTIFICATE OF REGISTRATION 


This is to certify that 


Rock Fall UK 


Has registered products or services meeting the Vegan Trademark criteria 


Account Number 


028015 


Valid From Expiry Date 
07/01/2023 06/01/2025 


Signature Position 
TRADEMARK 


Vegan Society Trading International Limited Vegan Society Trading +44(0)121 523 1730 (option 4) 
The Š Company Reg. No. 12377572 International Ltd Trademark@vegansociety.com 
M m) ^ VAT Reg. No. 361 7274 92 Donald Watson House, VeganSociety.com/Trademark 
One world. Many lives. Our choice. 34-35 Ludgate Hill, 


Birmingham, B3 1EH 


SCHEDULE VI - PRODUCT LIST 


TM Holder: Rock Fall UK 028015 
PROMAN 


FASHION 
FASHION - Footwear - Unisex 


'PM4010 - BOSTON 


Rock Fall 


FASHION - Footwear - Unisex 
'RF115 Bantam - Safety Footwear 


*RF008 Faradri - Safety Footwear 
*RF108 Fly - Safety Footwear 
*RF120 Tesladri - Safety Footwear 
*RF009 Mercury - Safety Footwear 


*RHODIUM RF250 


Vegan Society Trading *44(0i21523 1730 [option 4) 


Intermetionsd Limited International Lte Trademark qmreegansociety cam 


Roi 
Végansociety 


One word. Many lives Cur choice, 


Company Reg. No. 12577572 
VAT Reg. No. 361 7274 92 


Dortaid Watson House 


Vegan Society Trading 
VedganSocety.cCom/Trademásn 


34-35 Ludgate bill 


Hirrrumgham, H3 1EH 


